14 


15 


EMERGENCY LIST OF SYSTEM 4 SPARES 


MP | ESTIMATED NO. OF 


NUMBER ‘NOMENCLATURE UNIT COST UNITS . 
2O4ly Potentiometer, OHMITE, 

10 K, 2W., CLULO31 $ 2.55 2 $ 
20538 Potentiometer, OHMITE, 

2.5 K, ewW:; cLlue5e21 2.55 2 
20563 Resistor, Deposited Carbon, 

82 K, 1 W., 1%, RN/5B202F, 

MIL-R-10509B 65 a) 
20596 Resistor, Variable, 

CLAROSTAT, 10 K, 1/2 W., 

No. 499 .60 2 
20658 Trimpot, BOURNS LABS, 2 K, 

120-15 -2000 3e9 2 
21043 Capacitor, 0.018 MFD, 1000 V., 

+ 10%, HOPKINS No. 1K10183K 86 2 
21082 Capacitor, .47 MFD, 400 V., 

SPRAGUE No. 96P4749s2 2.64 3 
30003 Capacitor, Tantalum, 4 MFD, 

150 V., G E. No. 29F447 3.72 12 
30132 Capacitor, 1.75 MFD, 125 V.; 

FANSTEEL No. PP1.75Bl25C1 2.00 2 
30344. Capacitor, 10 MFD, 25 V., 

FANSTEEL No. PPLOB25AL 2.00 TZ 
30509 Capacitor, 20 MFD, 10 V., 

FANSTEEL No. PP20BLOAL 2.00 2 
30524 Capacitor, -47 MFD, 200 V., 

AEROVOX No. P123ZNG 1.37 4 
30525 Capacitor, Tantalum, 60 MFD, 

30 V, G. BE. No. 29F739 9512 10 
30531 Capacitor, Feedthru, 1000 MMFD, 

CENTRALAB No. MFT-1000 «19 10 
30548 Capacitor, 2 MED, 600 ¥., 

HOPKINS No. R1K6205 1.15 3 

aye 
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ESTIMATED 
AMOUNT 


5.10 


65 
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EMERGENCY LIST OF SYSTEM 4 SPARES 


NUMBER NOMENCLATURE 


30584 Capacitor, 0.8-8.5 MMFD, 
Jof.D. Type VCO9G 


40212 Coil, 36 MH, + 1%, BURNELL 


TC 11, Case 30 


4o215 Coil, 17.5 MH, + 1%, BURNELL 


TC1l1l, Case 30 


45001 Tube, Vacuum, 
45010 Tube, Vacuum, 
MILL-E-1 
45015 Tube, Vacuum, 
45021 Tube, Vacuum, 
45024 Tube, Vacuum, 
45028 Tube, Vacuum, 
45029 Tube, Vacuum, 
45032 Tube, Vacuum, 
45033 ‘Tube, Vacuum, 
45034 Tube, Vacuum, 
45036 Tube, Vacuum, 
45038 Tube, Vacuum, 
45040 Tube, Vacuum, 
Sou. Tube, Vacuum, 
5049 Tube, Vacuum, 
45050 Tube, Vacuum, 
45052 Tube, Vacuum, 
45053 Tube, Vacuum, 
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JAN6112, MIL-E-1 


JAN5784 WA, 


6U6 

OD3/VRL50 
5670 

12AUT 

12AT7 

epel 

6CL6 

1254 

6AL5 

5651 GT 

6.AQ5 

6021 

CK5702 WA, 
MIL-E-1, 5636 
MIL-E-1, 5840 


MEL-B-1, JAN5899 


ESTIMATED 


UNET_COST 


2.16 


va 


NO. OF 
UNITS 


sae 


‘ESTIMATED 
AMOUNT 


6.48 


27.50 


ITEM 


oti 
38 
39 
Ke) 
yl 
he 
43 
Ky 
hs 
6 
M7 
48 
lg 
50 
51 
52 
a5 
54 
oS) 
56 
57 
58 


29 
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EMERGENCY LIST OF SYSTEM 4. SPARES 


ree NOMENCLATURE 
45068 Tube, Vacuum, 
45071 Tube, Vacuum, 
45081 Tube, Vacuum, 
45084 Tube, Vacuum, 
45086 Tube, Vacuum, 
45094 Tube, Vacuum, 
45096 Tube, Vacuum, 
45097 Tube, Vacuum, 
45099 Tube, Vacuum, 
45112 Tube, Vacuum, 
45116 Tube, Vacuum, 
45132 Tube, Vacuum, 
45134 Tube, Vacuum, 
55 Tube, Vacuum, 
45137 Tube, Vacuum, 
45192 Tube, Vacuum, 
45208 Tube, Vacuum, 
4.5209 Tube, Vacuum, 
47323 Tube, Vacuum, 
47324 Tube, Vacuum, 
50000 

50001 

No. 903 

50002 


No. 951 


6146 


12BH/ 


MIL-E-1B, 5763 


12AX7 
MIL-E-1, 6005 
6AR6 

6clhaer 

5876 

MIL-E-1, 5639 
2xX6L6G 

6080 

SRUWGY 

a7el 

VR150 

6.AU6 

6BUG 

6BQ7A 

68.86 

OA2-WA 


OB2 


Transistor, G. EB. No. 2N43 


Transistor, TEXAS INST. 


Transistor, TEXAS INST. 


_ 


-F pw 


14 


FF P WwW 


ESTIMATED 
UNIT COST 


«50 
220 
80 
oL5 


665 


°05 


20 


10 


-3- 
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30 


-Q0 


79 


76 
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EMERGENCY LIST OF SYSTEM 4 SPARES 


NOMENCLATURE 


Transistor, TEXAS INST. 


No. 953 


Transistor, TEXAS INST. 
No. 904-A 


Diode, HUGHES 6009 
Diode, 1N198 
Diode, HR 10251 


Diode, Silicon Power, 
TRANSITRON 1N341 


Automatic 1N554 Diode, 
Silicon Power 


Diode, Silicon Power Rectifier, 
TRANSITRON 1N254 


Fuse, 1/16 Amp., 3AG, 
LITTLEFUSE No. 312.062 


Fuse, 5 Amp., 3AG, LITTLEFUSE 
No. 313005 


Fuse, 3/4 Amp., 3AG, 
LITTLEFUSE No. 312.750 


Fuse, 1 Amp., Slo-Blo, 
LITTLEFUSE No. 413001 


Fuse, 20 Amp « LAG, Slo-Blo, 
LITTLEFUSE No. 413020 


Fuse, 5 Amp., 4AG, LITTLEFUSE 
No. 413005 


Fuse, 2 Amp., 4AG, Slo-Blo, 
LITTLEFUSE No. 413002 


Fuse, 3 Amp., 3AG, LITTLEFUSE 
No. 312003 


Fuse, 2 Amp., 3AG, LITTLEFUSE 
No. 312002 


ESTIMATED 
UNIT COST 


22.50 


30.00 
2430 
1.82 
4.61 


5070 


13.50 


9.50 


el7 


olf 


18 


«17 


LT 


e19 


19 


17 


.16 


No. OF 


ESTIMATED 
AMOUNT 


450.00 


90.00 
92.00 

3.64 
13.83 


171.00 


81.00 


38.00 


1.70 


1.70 


1.80 


1.70 


2021 


1.90 


1.90 


1.70 


1.60 


ca 
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